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Chapter 1 by LuxCh3rry 

Mr Tainted was a crooked old man. 

Hr had no windows in his brick house and it stank of cat pee. 
His cane was sharpened at one end and he was as blind as a bat. 
But one thing you should know about Mr Tainted, is that 
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